UNITED STATES DEPARTMENT OF AGRICULTURE 

CASE NUMBER: 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

IA130010-AC 


VIOLATOR: 


Jay & Doris Kragt 

OFFICIAL WARNING 


VIOLATION OF FEDERAL REGULATIONS 

ADDRESS (Street, City, State, ZIP Code): 


2931 Garfield Avenue 


Rock Valley, IA 51247 


The U.S. Department of Agriculture has evidence that on or about the date(s) listed below, 
you or your organization committed the following violation(s) of Federal Regulations: 


Date of Violation: September 5, 2012 

9 C.F.R. § 2.126(b) Access and inspection of records and property. 

You failed to have a representative available to accompany APHIS officials 
during an inspection. 

Date of Violation: October 29, 2012 

9 C.F.R. § 3.1(c)(1) Housing facilities, general. Surfaces. General requirements. The 
surfaces of housing facilities - including houses, dens, and other furniture-type fixtures 
and objects within the facility - must be constructed in a manner and made of materials 
that allow them to be readily cleaned and sanitized, or removed or replaced when worn or 
soiled. 

You failed to repair or replace the primary enclosures within the adult dog 
kennel that had posts that were severely chewed and/or worn. 

Date of Violation: October 29, 2012 

9 C.F.R. § 3.2(d) Indoor housing facilities. Interior surfaces. The floors and walls of 
indoor housing facilities, and any other surfaces in contact with the animals, must be 
impervious to moisture. The ceilings of indoor housing facilities must be impervious to 
moisture or be replaceable (e.g., a suspended ceiling with replaceable panels). 

You failed to provide walls, ceilings and floors that were impervious to 
moisture. 

Date of Violation: October 29, 2012 

9 C.F.R. § 3.6(a)(2)(x) Primary enclosures. General requirements. Primary enclosures 
must be constructed and maintained so that they have floors that are constructed in a 
manner that protects the dogs’ and cats’ feet and legs from injury, and that, if of mesh or 
slatted construction, do not allow the dogs’ and cats’ feet to pass through any openings in 
the floor. 

You failed to constmct and maintain the first enclosure on the South end of the 
building so that the dogs’ feet could not pass through. The enclosure had a large 
gap in the floor. 






